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团 About usable batteries - 

To use the voice recorder safely, use alkaline batteries ( し R03), carbon zinc batteries 
(manganese, R03) or Ni-MH (nickel metal hydride) batteries. 

High initial voltage batteries like lithium batteries (FR03), oxyride batteries (ZR03)* 
etc., cannot be used. If you use such batteries, the unit may not operate properly, for 
example it may be turned off suddenly or no playback signal may be output. 

* Oxyride battery is a trademark of Matsushita Electric Industrial Co., Ltd. 

03 A propos des piles utilisables - 

Pour utiliser I'enregistreur vocal en toute securite, utilisez des piles alcalines (LR03), 
des piles au carbone-zinc (manganese, R03) ou des piles Ni-MH (nickel metal-hy- 
bride). 

Des piles a tension initiale elevee comme des piles au lithium (FR03), des piles 
oxyride (ZR03)* etc. ne peuvent pas etre utilisees. Si vous utilisez ce genre de piles, 
I’unite peut ne pas fonctionner correctement, par exemple, elle pourrait s’eteindre 
subitement ou n'emettre aucun signal de lecture. 

* La pile Oxyride est une marque de fabrique de Matsushita Electric Industrial Co., 
Ltd. 

困 Pilas utilizables - 

Para poder utilizar la grabadora de voz con total seguridad, use pilas alcalinas ( し R03), 
pilas de zinc de carbono (manganeso, R03), o pilas Ni-MH (hibridas de metal niquel). 
No pueden utilizarse pilas de alto voltaje inicial como las pilas de litio (FR03), pilas 
oxyride (ZR03)* etc. Si usa esos tipos de pilas, la unidad tal vez no funcione 
debidamente; por ejemplo, puede apagarse de repente o quizas no se emita ninguna 
serial de reproduccion. 

* Pila Oxyride es una marca registrada de Matsushita Electric Industrial Co” Ltd. 
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[•0 Verwendbare Batterien - 

Verwenden Sie zum sicheren Betrieb des Sprachrecorders Alkalinbatterien (し R03), 
Kohle-Zinkbatterien (Mangan, R03) Oder Ni-MH-(Nickelmetallhydrid-)Batterien. 
Batterien mit hoher Anlaufspannung wie Lithiumbatterien (FR03), Oxyride-Batterien 
(ZR03)* etc., konnen nicht verwendet werden. Bei Verwendung solcher Batterien 
konnte der Betrieb des Gerats gestort sein, zum Beispiel konnte es sich plotzlich 
ausschalten Oder kein Wiedergabesignal ausgegeben werden. 

* Oxyride-Batterien sind ein Warenzeichen der Matsushita Electric Industrial Co., 
Ltd. 

[Q Circa il tipo di batterie utilizzabili - 

Per usare il registratore di voce con sicurezza, usare batterie alcaline (し R03), batte¬ 
rie zinco-carbone (manganese, R03) o batterie Ni-MH (idruro di nichel metallic。). 

し e batterie ad alto voltaggio iniziale come le batterie al litio (FR03), batterie oxyride 
(ZR03)* ecc., non possono essere usate. Se si usano tali batterie, I’apparato potreb- 
be non funzionare correttamente, per esempio potrebbe spegnersi all’improvviso o 
non emettere nessun segnale in riproduzione. 

* La batteria Oxyride e un marchio registrato di Matsushita Electric Industrial Co., 
Ltd. 

5H1 06 Mcno/ib3yeMbix 6aTapenx - 

B ue/iflx 6e3onacHOCTM ncno^b3yMTe b AMKToefDOHe me/iOHHbie 6aiapen (し R03), y 
ro/ibHO-uMHKOBbie 6aiapen (MapraHqeBbie R03) mv\ Ni-MH (HMKe/ib-MeTa/i/i- mflp 
M,qHbie) 6aiapen. 

He MoryT 6biTb ncno/ib30BaHbi 6aiapen c BbicoKMM Hana^bHbiM Hanpfl>KeHMeM Ta 
Kne KaK, ziMTMeBb 旧 (FR03), okcm - 6aiapen oxyride (ZR03)* m T.n. IHpn ncno/ib30B 
aHMM TaKnx SaTapeM B03M0XHbi Heno/iaflKM, HanpuMep, annapaT MOxeT HeoxnA 

aHHO BbIK/IKDHMTbCfl, M/1M He 6yfleT BblBOflMTbCfl CMrHa 门 BOCnpOM3BefleHMfl. 

* Baiapen Oxyride - sto ToproBan MapKa Matsushita Electric Industrial Co., Ltd. 

ma ご使用される電池について- 

アルカリ乾電池 ( LR 03)、 マンガン乾電池 ( R 03)、 ニッケル水素充電池をご使用ください。 
リチウム乾電池 ( FR 03) やオキシライド乾電池 ( ZR 03)* 等、一部の初期電圧が高い乾電池 
を使用すると、電源が入らない • 再生できない等の不具合が発生します。 

* オキシライド乾電池は松下電器産業株式会社の商標です。 






